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FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 
SUPERVISO 
R 

1200 


1230/1730 


1800/1830 


1900/2030 


FB-5 

01-15-15 

F/S R. REYES #1°17 
C. MOONEY #124 
J. SALAZAR 


ON DUTY; ALL EQUIPMENT ISUUED IN GOOD WORKING 
ORDER. 


ADMINISTRATIVE DUTY: 501 S.O BUENA VISTA STREET, 
BURBANK. ST. JOSEPH MEDICAL CENTER. OFFICER 
MOONEY WAS TRANSPORTED BY PARAMEDIC UNIT 76 
TO THE HOSPITAL. WHILE IN THE BID OFFICE MOONEY 
BECAME DIZZY AND ALMOST FAINTED. WITH HIS 
PREVIOUS MEDICAL HISTORY, PARAMEDICS 
RECOMMENDED GOING TO THE HOSPITAL TO RULE OUT 
A HEART ATTACK. 

MOONEY IN THE EMERGENCY ROOM AND TREATED. 
DIAGNOSES WAS RISPIRATORY PRBLEM. HE WAS GIVEN 
MEDICATION AND SENT HOME. 

REYES WAS WITH HIM AT THE HOSPITAL AND DROVE 
HIM BACK TO THE BID OFFICE. MOONEY WENT HOME 
ILL. 


CODE 7. 
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AND COMPLETED THE DAILY WORK SHEETS FOR THE 
REMAINDER OF THE SHIFT. 
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